From: 

Hanchett, James (DPH) 

Sent: 

Tuesday, April 25, 2006 11:49 AM 

To: 

VWR 

Subject: 

Price Quote 

Contacts: 

Heather M. Soler 

Heather, 



Could you email or fax me a price quote on 10 Agilent Filaments for MSD 5972/5973, part number 
05972-60053. Please include the State Laboratory Institute discount. Fax number is 413 545 2608. 

Thank you, 

James Hanchett 
Drug laboratory 

Western MA. Public Health Ctr. 

Amherst, MA 01003 
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